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racks, or other communal houses, shall be protected from mosquitoes in
a manner satisfactory to the Executive Committee of the State Board of
Health.
Section 4. A construction permit for the impounding of water having
been granted by the Executive Committee of the State Board of Health,
and construction work on the project begun, a representative or repre-
sentatives of the State Board of Health shall make inspections of the
project from time to time and as requested by the permit holder; and the
Executive Committee of the State Board of Health shall approve that
portion of the work as is outlined in Section 3 of the regulations which
has been satisfactorily completed. As the said representative of the State
Board of Health determines that the construction permit holder has com-
plied with the provisions of Subsections 3a and 3b of these regulations
and as it shall appear that the construction permit holder is complying
with the provisions of Subsection 3c of these regulations the permit holder
may thereupon proceed as authorized by approval from the Executive
Committee of the State Board of Health, with the impounding of water
to a level specified by said Executive Committee of the State Board of
Health, and, when it shall appear that the permit holder has complied
with the provisions of Subsections 3a, 3b, 3c, and 3d of these regulations
to the satisfaction of the Executive Committee of the State Board of
Health, said Executive Committee of the State Board of Health shall
certify such fact to the permit holder in writing and the permit holder
may thereupon proceed with the impounding of water to maximum oper-
ating water elevation.
Section 5. The Executive Committee of the State Board of Health shall
thereupon issue a maintenance permit for the maintenance of an impound-
ing project by said applicant, the validity of such permit being contingent
upon the observance of the following regulations:
5a. During the mosquito producing. season the permit holder shall regu-
larly and frequently remove all floatage and floating debris in the reservoir,
its branches, bights, and indentations which are producing mosquitoes,
and shall during mosquito producing season apply such larvicides as are
approved by and in a manner satisfactory to the Executive Committee of
the State Board of Health to all mosquito producing areas of the reservoir
or parts of the impounded waters.
5b. The shoreline of the reservoir, its branches, bights, and indentations
shall be maintained clear of all brush and undergrowth.
5c. Prompt and proper measures shall be taken to prevent the growth
of cattails, bulrushes, alligator weed and other aquatic and semi-aquatic
vegetation which offer protection for mosquito larvae.
5d. After the water has been impounded the Executive Committee of the
State Board of Health through its representative shall make such inspec-
tions of the impounded waters and adjacent areas as are deemed essential;
and any conditions found on the impounded water project that are, or
may be detrimental to the public health, shall be corrected by the permit
holder in a manner satisfactory to the Executive Committee of the State
Board of Health.


